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FUNDING FOR ENERGY SOURCES IN ENVIRONMENTAL
CONTROL TECHNOLOGY RESEARCH
(Percentages based on lotal FY dollars reported)

ffl FY 1976 $98.2 M
H FY 1977 $116,2 M
to.         i! FY 1978 $188,5 M

Fig.   4.1.     Comparison of FY 1976,  FY 1977,   and FY 1978 percentages
of  funding for energy  sources  in environmental  control  technology researchials transport
